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INTEREST INCREASES IN CONFERENCES 


Northfield, Massachusetts, Friday, March 29, 1940 


Charitable Trusts 
Are Found Neglected 
By Town Authorities 


‘The Quota Is Passed 
In Local Contributions 
For Pioneer Valley Fund 


We Receive Our Share 
Of Income Tax Funds 
More Than Last Year 
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TO BE HELD HERE THIS 1940 SEASON 
TWO ADDITIONAL GATHERINGS LISTED 


The sixty first season of the @———————-—————_ 


Northfield Summer Conferences 
will be ushered in on June 21st 
when the Northfield Girls Confer- 
ence begins its sessions. Then 
will follow in order the Mount 
Hemon Alumni Institute at Mount 
Hermon June 29 to July 6 in- 
clusive; The Massachusetts Chris- 
tian Endeavor Conference on the 
Seminary campus, June 29th to 
July 6th; Then the Y W CA 
Business Girls Conference at 
Mount Hermon, July 6th to 13th; 
Then the Northfield Missionary 
Conference at the Seminary, July 
8th to 16th; July 13th to 20th at 
Mount Hermon, the United Pres- 
byterian Conference; July 22nd 
to August 12th at Mount Hermon, 
the Westminster Choir. College; 
and on July 27th to August 12th 
at the Seminary, the Northfield 
General Conference. The Sacred 
Concert of the Northfield schools 
will be on Sunday May 12th; the 
commencement at the Seminary 
and at Mount Hermon will be on 
Monday June 10th and the Music 
Festival of the Westminster Choir 
college will be held in the Audi- 
torium on Sunday August 11th. 
Northfield is promised an active 
summer season and again the us- 
ual thousands of visitors will be 
given a most cordial greeting. In- 
dications point that most of our 
summer residents will return for 
the entire season and that there 
will be very few vacant summer 
homes. Reservations at the Hotel 
and for quarters in the schools 
dormitories are already being re- 
ceived. Each Conference will issue 
its own program and conduct its 
own affairs and the Pregs hopes 
soon to announce the complete 
details of each gathering. This 
season will be marked by the ad- 
dition of two new gatherings— 
The Mount Hermon Alumni Insti- 
tute and the Y.W.C.A. Business 
Girls’ Conference. The continued 
growth of Northfield as a center 
of summer religious and recrea- 
tional activity is more than an 
acknowledgment of the natural 
advantages of this undeniably 
beautiful bit of country. It is also 
a tribute to the vision of the 
pioneers who, inspired by D. L. 
Moody, saw buildings, rolling 
lawns, changed lives, and great 
traditions rising from the rather 
uninspiring bare and rocky mea- 
dows of this ancient Connecticut 
Valley community. These visions 
have materialized perhaps beyond 
the expectations of those early 
dreamers into the Northfield Sem- 
inary and Mount Hermon School, 
both of which become in the sum- 
mer gathering places for the 
thousands who attend these sum- 
mer conferences. The 1940 sched- 
ule offers one of the most com- 
plete and well-rounded programs 
in its religious recreational and 
cultural aspects in Northfield 
Conference history. Readers who 
desire further information should 
write to Northfield Summer Con- 
ferences Kenarden Hall, East 
Northfield, Mass. and such in- 
formation will be gladly furn- 
ished. 


Game Club Banquet 


The Northfield Fish and Game 
association will hold their annual 
banquet next Wednesday in the 
Town Hall at 7:00 o’clock. It will 
be a turkey dinner prepared and 
served under the direction of the 
Northfield Hotel and only a limit- 
ed number of tickets have been 
issued for members and their 
friends. After the suppér, in. the 
hall, a vaudeville program will be, 
given and from nine oclock ‘o 
midnight dancing will be enjoyed 
Door prizes contributed by the 
business men of the town will be 
given away. The committee ta 
charge of the affair consists of 
James E. Dresser, the President 
of the association, Samuel Trues- 
dell and William H. Dalton. 


Maple Sap Running 


The local maple sap season is 
just beginning in this vicinity and 
in Vermont. The flow which has 
just begun is a little later than 
usual and not so free, probably 
owng to the continued cold weath- 
er. Although no official tests have 
been made it is said that the 
quality is very good and sweeter 
than usual, It is said that a de- 
layed opening of the season al- 
ways results in a higher suger 
content. The sugar content runs 
from three to seven per cent with 
a barrel of sap required on an 
average to produce a gallon of 
tyrup. Franklin county leads in 
Massachusetts in the production 
of maple sap, although in Ver- 
mont it assumes the proportions 
of a state industry. 


Wintry Weather Falls 
Into Lap Of Spring 


Last Friday winter took on life 
anew, and when everyone was 
anxious to finish their shopping 
and prepare for the Easter day, 
the cold again asserted itself and 
several times sent the mercury 
down toward the zero mark. Some 
snow, and high winds which drift- 
ed it, caused many a shoveler a 
real bachache. The roads were 
icy, slippery and treacherous and 
motorists who were not compelled 
to use their cars, kept them in the 
garage. On Easter day, very few 
spring bonnets were seen, for 
most folks delayed their spring 
showings for milder weather. For 
five continuous days we have 
simply experienced a “knockout” 
from old man “Winter.” Unsea- 
sonable as the weather was about 
Northfield, we suffered not alone, 
for most of the country endured 
the cold season. Last year, March 
24th, was a warm and pleasant 
‘day here and Easter came later. 
Not for 27 years did Easter come 
as early as this year. 


Mrs. Jessie E. Orr 


The sad intelligence reached 
Northfield early Tuesday morning 
of the death of Mrs. Jessie E, Orr 
at her home in New York City. 
Mrs. Orr was the daughter of 
Isaiah Moody, a brother of Dwight 
L. Moody and maintained a home 
on Pine Street in this town. She 
had been ill for some time but 
was on the way to recovery when 
illness again became apparent and 
her death was sudden. She is sur- 
vived by a daughter, Miss Mildred 
Orr, who is a teacher at St. Tim- 
othys school in Catonsville, Md., 
and two sons, Richard and Ray- 
mond Orr both of New York City. 
Also a sister, Mrs. Clara M. Buck. 
The body was brought to North- 
field yesterday (Thursday) for 
burial in the family plot in Center 
cemetery with committal services 
at the grave at three oclock. 


Mrs. Emily C. Hillman 


Mrs. Emily C. Hillman of East 
Northfield died Saturday, March 
23, at the Brattleboro Memorial 
Hospital. For the past eight years 
she had been living with her 
daughter, Mrs. Franz M. George 
of this town. Mrs. Hillman was 
born in St. Genevieve, Mo., Sept. 
12, 1850. Her husband Theodore 
A. Hillman died several years ago. 
She is survived by four daughters 
Mrs. W. F. Babbe of Jersey City, 
N. J., Mrs. R. L. Brown of West 
Orange, N. J., Mrs. H.:G. Yor- 
brough of New York City and 
Mrs. Franz M. George. The body 
was sent to New York for funeral 
services at the Stephen-Merritt 
funeral home. Interment was in 
Woodlawn cemetery, New York. 

Mrs. Hillman had been a “shut- 
in” for a long time due to the 
feebleness of old age and she lived 
very quietly, knowing very few of 
the townspeople. But those who 
were her friends loved to visit her 
and see her cheery smile and list- 
en to her tell anecdotes. Mrs. Hill- 
man possessed a strong faith in 
Christ and was zealous in propa- 
gating the faith. 


Everett E. Belding 


Everett E. Belding, a native of 
Northfield and dean of the news- 
papermen in Franklin County, 
died at the Franklin County Hos- 
spital last Sunday. He was the 
last ‘of the Belding family, early 
settlers in this town, to occupy 
the Belding place at South Ver- 
non and. shortly before his death 
had sold most of the entire 
estate. He had charge of the 
county correspondents for the 
Recorder Gazette and its news in 
this particular was very compre- 
hensive. His funeral in Greenfield 
was largely attended and he was 
buried in Oak Grove cemetery at 
Springfield, where he had lived 
and was engaged in business for 
most of his life. 


An Appeal For Books 


There is a real need for books 
in good condition in China. The 
Chinese American Institute is 
jmaking an appeal for technical 
and cultural books as well as 
| books of fiction. Harry Erickson 
of Mount Hermon is much inter- 
| ested in the appeal and if any of 
our readers have any such books 
and are willing to contribute 
them, please call up Mr. Erickson 
by phone for complete details of 
forwarding. 


Committee Named To 
Study School Matters 


In compliance with the vote 
taken at the special meeting of 
the town held recently, gather- 
ings have been held in each school 
district and a member of the spe- 
cial committee was named_ to 
study the subject of consolidation 
of our schools and the housing 
problem. East Northfield) named 
Max L. Huber; West Northfield, 
Fred I. Bolton; Center, Willis K. 
Parker; No. 3, James E, Dresser; 
and No. 4, Ralph O. Leach, The 
school board named Sidney Given 
and it is likely that the selectmen 
will name Mr. Holton, who under 
the vote, will be Chairman. This 
Committee will hold several meet- 
ings and discuss the problem and 


when ready to report their con-| 


clusions, another special meeting 
of the voters will be called to take 


action. The first meeting of the | 


committee will be called this week 
end, it is said. 


Browning - Marcy 


In a home wedding, yesterday, 
Thursday afternoon Miss Ethel 
R. Marcy, daughter of John Marcy 
of East Northfield, became the 
bride of Homer F. Browning, Jr., 
son of Mr. and Mrs. Homer F. 
Browning of Northfield Farms. 
The ceremony was performed by 
Rev. W. Stanley Carne pastor of 
the Congregational church. The 
wedding was at the grooms home. 

The bride wore white, and her 
bridesmaid, Miss June R. Brown- 
ing, wore an aqua taffeta gown. 
Herbert D. Marcy, brother of the 
bride, was best man, with Beatrice 
Hillock as ring bearer. 

Following an unannounced trip 
the couple will live in an apart- 
ment at the groom's parents’ 
home. The bride attended North- 
field seminary and graduated from 
Northfield high school in the class 
of 1939. The groom attended 
Northfield high school and is as- 
sisting on his parents’ dairy farm. 


Hosts To Garden Club 


Mr. and Mrs. George W. Carr 
will be hosts to the members of 
the Northfield Garden Club at its 
regular monthly meeting, next 
Monday evening. Much time will 
be given to the consideration of 
matters in connection with the 
Flower Show to be given at the 
Chateau this summer. President 
Goodspeed promises a most inter- 
esting session. 

Prof. Arnold M. Davis of the 
extension service of the Mass. 
State college will speak on Eng- 
lish Gardens and his talk will be 
illustrated by lantern slides. 


Ripley To Move 


Owng to the expansion of their 
business, Ripley Brothers, have 
leased the large Williams store 
on Main Street and will take pos- 
session on May first to continue 
the manufacture of the New Eng- 
land Colonial rugs for which they 
have had a large demand. When 
they came to Northfield, they 
rented the old Postoffice building 
but it has proved inadequate.to 
their needs, and they have en- 
deavored to find larger quarters, 
It is well to know that this infant 
industry is moving forward with 
success. 


More Sweaters Sent 


By The Red Cross 


The Franklin County Chapter, 


American Red Cross, has made 
another shipment of sweaters to 
New York for transmittal to 
Europe for the benefit of Poland 
and Finland. This shipment of 35 
men’s, women’s and_ children’s 
sweaters applies on the chapter’s 
second quota of war production 
work. 

On April ist the chapter plans 
to make an added shipment of 
garments consisting of dresses 
and sweaters made mostly by a 
group of workers in Deerfield. Be- 
cause of the urgent need for warm 
clothing in Finland and Poland 
the chapter is making frequent 
small shipments instead of waiting 
for its quota to be completed, 

The chapter still has to com- 
plete on its second quota about 
two dozen children’s and one doz- 
en women’s dresses and will wel- 
come contributions from societies 
and individuals in order that ma- 
terial may be provided for volun- 
ter workers to work up. 


A Hermon Impression 


James Lee Ellenwood, State 
Secretary of the Young Mens 
Christian Associations of New 


York, who has been chosen as the 
graduation speaker at the Mount 
Hermon school commencement, 
has put into verse his impression 
of Mount Hermon and upon a re- 
cent visit recited it at a chapel 
service. The Press is happy to 
pass it along to its readers. 

I look upon those sturdy hills that 

face Mount Hermon’s site 


And pray that I may be as strong 
as they, for God and right. 


I see the farms that men have 
tilled to meet their daily need 


And pray that I may also plant my 
share of useful seed. 


I sit within these chapel walls 
where love and peace endure 
And hope throughout the coming 
years that I may be as pure. 


I feel the goodness of this place 
since Hermon first began 

And pray that while I live, I'll 
strive to be a Godly man. 


A Tribute 


The “foot prints” of a man, 
who walked along life’s pathway, 
with us, only yesterday, are gone 
from our sight. He has not van- 
ished behind but has gone ahead, 
forward. 

As he traveled along that path 
with us he smoothed out the way 
for those who would follow. He 
has given more than he has taken 
from life. Now he has gone to his 
reward. Lester A. Polhemus was 
always helpful and friendly to all 
who sought his friendship. ’ 

His thoughts may well have 
been taken from Longfellow’s 
“Psalm of Life’: 

“Lives of great men all remind us, 
We can make our lives sublime, 
And departing leave behind us, 
Footprints on the sands of time. 
Footprints that perhaps another, 
Sailing o’er life's solemn main 

A forlorn and shipwrecked broth- 


er; 
Seeing shall take heart again. 
Let us then be up and doing, 
With a heart for any fate; 
Still achieving, still pursuing, 
Learn to labour and to wait.” 
—B. S. 


distribution of the in- 
come tax funds by the State, 
Northtield) will receive $3,268, 
which is more than last year. This 
amount will be applied, in the 


In the 


tctal receipts of monies from the 
-tate, to the reduction of the 
tuwn budget by the Assessors in 
determining the tax rate. Checks 
aggregating $8,355,014, half of 
the state income tax, which must 
be distributed before April 15, 
were mailed to cities and towns 
of the state by State Treasurer 
William FE. Hurley. Last year, 
$7,730,945.47 was distributed as 
the first half of distribution. 

Moncy sent out, an increase of 
$624,608.53, represents half of 
what Tax Commissioner Henry F. 
Ling estimates the state income 
tax will bring in this year. 
increase is due to better business 
conditions and taxation of federal | 
employes’ income for 1939, the 
first time of such taxation. 

The following list shows the 
amounts” received by Franklin 
County towns: Ashfield, $2180; 
Bernardston, Buckland, 
$3216; Charlemont, $1676; Cot: 
rain, $3034; Conway, $1396; 
Deerfield, $5966; Erving, $2679; 


$2460; 


Gill, $1990; Greenfield, $35,405; 
Hawley, $600; Heath, $1098; 
Leverett, $1267; Leyden, $554; 
Monroe, $1233; Montague, $15,- 
623; New Salem, $839; Northfield, 
$3268; Orange, $9829; Rowe, 


$764; Shelburne, $4379; Shute: 
bury, $518; Sunderland, $2019; 
Warwick, $788. 


State Auto Inspection 
To Start April 1 


On April 1 the semi-annual 


compulsory inspection of all 


On or before April 30 all car 


owners must obtain official 
approval of their brakes, 
head-lights, steering equip- 


ment, tires and other equip- 


motor vehicles will be started. 
ment, 


Who’s Got The Button 


When the Hobby Show was 
given by the Fortnightly in Alex- 
ander Hall recently, Miss Amy 
Hamilton, made an unusual dis- 
play of buttons, mounted and 
described on cards. It seemed to 
many as if here a new idea had 
prevailed in the way of a hobby 
collection, but shortly after it was 
announced that a woman in South 
Deerfield, had gathered together a 


‘fine colection and now it is an- 


nounced in the Brattleboro paper 
that Miss Ernestine Johnson of 
South Vernon has a large collec- 
tion over 934 different buttons 
and recently exhibited them at the 
Pond school, Collecting buttons 
has become a real “hobby.” 


. & M. Has Deficit 


Deficit of $208,784.17, after 
fixed charges, is reported by the 
Boston and Maine railroad for 
February in the monthly financial 
statement, made public today. 
This compares with deficit of 
$209,922.55, reported in Febru- 
ary, last year. 

The figures show, however, that 
for the first two months this year 
the deficit of the road is $71,432- 
.03 less than that reported in the 
first two months of 1939, 


PUBLIC NOTICE 


Information regarding Poll 
Taxes, as taken from General 
Laws relating to taxation. 

Chapter 59, Section 1—In the | 
year 1939 and annually thereafter | 
a Poll Tax of 46800 shall be as- 
sessed on every’male inhabitant of 
the Commonwealth above the age: 
of 20, whether a citizen of the 
United States or an alien. 

Chapter 59, Settion 17A—Male 
inhabitants of the Commonwealth | 
who are 70 years of age or CAL ae 
cr who, during the preceding cal-! 
endar year, were recipients of old | 
age assistance or of aid furnished | 
by municipalities from funds \ap- ! 
propriated by them for the relief 
support, maintenance and em- 
ployment of the poor, shall be 
assessed for, but shall be exempt! 
at their request from the payment 
of, a poll tax. | 

As indicated by the above sec- 
tions from the laws relating to 
taxation all males 20 years of age 
or over must be placed on the list 
by the assessors and must be sent 
a tax bill by the collector of taxes, 
however those over 70 years of 
age or otherwise eligible for ex.) 
emption may secure the proper 
application for abatement or ex- 
emption from the Board of As- 
sessors, with whom the application 
must be filed when completed. 


| 


| 


| 


The Pioneer Valley Association 


fund for nationally advertising 
| the advantages of — Franklin, 
Hampshire, and Hampden coun- 
ties now totals $14,745.75, ac- 
cording to Alfred H. Hasting:, of 
Springfield, treasurer of the As- 
sociation, 1275 business organiz- 
ations and individuals sub-cribed 


this umount in sixty cities and 
towns in this region. For North- 
field, where the quota was $100, 
A. Gorden Moody, Manager of the 
Northfield Hotel, a Vice Presi- 
dent of the Association and who 
had the local campaign in charge 
reports that we have over-sub- 


jscribed the quota and that $420) 


reported. This amount 
increased by 
Northfield 


has been 
wil] probably be 
further contributions. 


The !is, and becoming more so, primar-) cational and religious 


ke a place of summer tourist and 
visitor business and the town 
must emphasize, that fact, more 
and more in the future in the de- 
velopment and expan:ion of the 
town. Northfield will expect much 
from the Pioneer Valley Associa- 
tions efforts, 

In checking the number of 
members in the 60° cities and | 
tuwns now covered by the Pioncer | 

Valley Association fund, officials 


have announced that so far, the! 
has the largest) er investment of funds involving 


town of Ware 

membership. Northampton is | 
second. Greenfield third, and| 
Springfield fourth. “Although it 


is a splendid achievement to have 
enlisted nearly 1300 businesses, 
including banks, utilities, 
others throughout the 
there is quite a difference 


During the past four years a 
study and investigation of some 
450,000 wills, made under the 
direction of the Attorney General 
of the State, Paul A. Dever finds 
that approximately $8,000,000 re- 
mains in hidden reservoirs and 
that purposes of gifts have not 
been carried out. 

The survey was made by 53 
WPA werkers, supplemented by 
investigators from the attorney- 
general’s office, and it covered 
wills probated in Massachusetts 
since Colonial days. 

These funds, exi-tenee of which 
has been unknown for years, were 
originally donated by public spir- 
\ ited citizens for relicf of the poor, 
construction «f hospitals, libraries 
recreational centers and for edu- 


purposes, 
However, provisions requiring 
the expenditures of annual in- 
come were found to have been 
disregarded, through negligence 
or oversight, by allowing the in- 
come to aceumulate. This un- 


fruitful accumulation of income 


-has been halted and the trustees 


required to spend the income. 
The investigation resulted in 
the discovery and correction of 
numerous abuses and loose meth- 
ods of administration and improp- 


hundreds of thousands of dollars 
have becn summarily checked. 

In addition, the attorney-gener- 
al's office, which is charged with 
supervising public charitable 


and) trusts, possesses for the first time 
region,|jn the history of the Common- 
In|wealth a record of testamentary 


financing a program with $15,000] charitable trusts with specific in- 


and financing a program with the 
$20,000 we require,” said John 
W. Haigi:, president of the Asso- 
ciation, ‘Naturally, we CAN ad- 
just our plans to meet revised 
hudact, but we are hoping that 
this will not be necessary, and 
we are going to wait and appeal 
t» ail for more additional contri- 
butions to reach the total amount 
necessary to adequately carry on 
the outlined work.” 


Mount Hermon Sets 
Spring Schedule 


Head Coach Axel Forslund of 
Mount Hermon has just made pub- 
lic the schedule of athletic events 
of the school’s various sports as 
follows: 


Baseball: May 11, Mass. State 
colege °43, at Mount Hermon; 
May 23, Williston academy at 


Williston; May 29, Vermont acad- 
emy at Mount Hermon; June 1, 
Deerfield academy at Mount Her- 
mon. 

Golf: May 8, Nichols junior col- 
lege at Nichols; May 11, Father 
and Son golf tournament; May 15, 
Kimball Union academy at Her- 
mon; May 18, Williston academy 
at Williston; May 29, Bay Path 
in-titute at Mount Hermon, 

LaCrosse: May 4, Williams col- 
lege 43 at Mount Hermon; May 
18, Kimball Union academy at 
Kimball; May 25, Springfield col- 
"43 at Mount Hermon; May 


lege 
29, Deerfield academy at Mount 
Hermon. 

Tennis: May 8, Williston acad- 


emy at Williston; May 11, Spring- 
field college '438 at Mount Her- 
mon; May 29, Vermont academy 
at Mount Hermon; June 1, Deer- 
field academy at Mount Hermon. 

Track: May 4, Vermont acad- 
emy and Greenfield high at Mount 
Hermon; May 11, Mass. State col- 
lege ’43 at Hermon; May 18, 
Deerfield academy at Deerfield; 
May 30, Interscholastic track meet 
at Mount Hermon; June 1, Mass. 
State college relays. 


“Tish” Drew Crowds 


“Tish” produced at the Town 
Hall, Monday -and Tuesday eve- 


afforded a 


some of whom attended, 
tire store has been repainted and 


attractive. 
open area, 


fermation of inestimable 
value. 

No -pecific charges are made 
effecting ans particular bequest 


for is any reference made to any 
conmmunity bul it is known that 
the investigation reached into 
Northfield for a study of the situa- 
tion regarding the conditions of 
certain bequests. Trustees of 
funds, whether it be individuals 
or the community, in assuming re- 
spousibilities, should make sure 
that provsicns of wills are fully 
carried out. 


A Visit To Sears 


Since Renovation 


The large store of Sears Roc- 
buck on Main Street in. Green- 
field is a popular shopping place 
for folks living in this town and 
its vicinity and most any day, 
someone may be discovered se- 
lecting needed merchandise there. 
The store, so familiar to all, has 
recently undergone scme changes 
and thousands of dollars have 
made it a brighter and better 
place. Manager Alton C. Hawkes 
preview of the im- 
provements last week and sent 
invitations to many citizens here, 
The en- 


the light improved, making it most 
Down stairs, is of an 
with the varicus de- 
partments in full view as one 
descends the stairs. As on the first 
floor all sections can be readily 
seen and the displays are most 
attractive. To wander about the 
:tore aimlessly, is even an educa- 
tion as merchandise reveals itself 
immediately. The high quality and 
low prices of all goods are main- 
tained. Mr. Hawks invites all 
patrons of Sears to call and in- 
spect the varied improvements. 
Incidentally the large staff of 
employees will be very happy to 
be of service. 


Arbor Day will be Saturday 
April 27th this year. Plan now to 
set out a tree or two at that time 
on your property. 

The national convention of the 
American Legion will be held in 


nings by the Northfield Players, | po .t6n September 22 and continue 


drew large audiences both even- 


for several days, Members of the 


ings and reaped a large profit for] yorthfield Legion post are already 


the benefit of the Senior class 


Washington trip fund. The cast] - 


and story of the play was as an- 
nounced ina previous issue of the 
Press and the various characters 
were well portrayed and the ac- 
tion both natural and _ realistic. 
Those who tcok the various part- 
acquitted themselves with credit 
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making plans to attend. 


and proved they were real thes- 
pians. Comment of the production 
is most favorable by our citizens 
and many express themselves that 
more such theatrical performances 
should be given to both amuse 
and entertain, 
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YOUR CAR MUST BE INSPECTED 


IN APRIL 


Avoid the Rush—Bring in your car early 
You can depend upon our. service 


Qualified Mechanics — Expert Attention 


Spencer Bros. 


Tel. 300 
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The Northfield Garage 


Telephone 44 
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WHY WE SEEK 
SOUND LOANS 


LENDING is an important part of our Lusinese 


and one of our chief sources of income. 


But our reasons for seeking loans 


° far be ond 
direct financial returns. We know ke good ouns 
help our community. They aid employment, build 
business profits ees the cause of progress and 


prosperity in many ways. 


We know that our bank and our community must 
go forward together. That is why we take a broad 
and constructive viewpoint on credit. You will find 
us always willing to give careful consideration to 


loan applications. 


First National Bank & Trust Co. 


GREENFIELD — TURNERS FALLS 


Member Federal Depcsit Insurance Corporation 


FRANKLIN COUNTY TRUST CO. 


GREENFIELD, MASSACHUSETTS 
(Established 1849) 
OFFERS COMPLETE BANKING FACILITIES 
COMMERCIAL BANKING 
SAVINGS DEPARTMENT 
BAIS DEPOSET VAULTS 
TRUST DEPARTMENTS 
Member Federal Reserve System 
Member Federal Deposit Insurance Corporation 


A BANK WITH SERVICE 


WE INVITE YOU TO DO YOUR BANKING BUSINESS 


WITH US. WE ARE ALWAYS READY AND WILLING 
TO ASSIST YOU IN YOUR FINANCIAL AFFAIRS AND 


OUR OFFICERS AND STAFF WILL ESTEEM IT A 
PLEASURE AND PRIVILEGE TO BE OF SERVICE 


VERMONT- PEOPLES NATIONAL BANK 


BRATTLEBORO — Established 1821 


Member Federal Deposit Insurance Corporation 


WE CORDIALLY INVITE YOU TO USE OUR 
COMPLETE BANKING SERVICE 


BRATTLEBORO TRUST COMPANY 


Member Federal Deposit Insurance Corporation 


CONVENIENT, COURTEOUS, AND EFFICIENT 
BANKING SERVICE AT THE 


WINCHESTER NATIONAL BANK 


Winchester, New Hampshire 
Member Federal Reserve System 
Member Federal Deposit Insurance Corporation 


“LOWN TOPICS -* 


Fred Webber and daughters, 
Misses Myrtle and Carol, Semin- 
ary students left today for a va- 
cation in Washington, D, C. In 
July Mr. and Mrs. Webber and 
young son sail for India, where 
Mr. Webber has charge of a boys’ 
school. 


Prof. and Mrs. Stanton Yeager 
of Tufts college were luncheon 
guests at the Homestead Wednes- 
day. Prof. Yeager was for many 
years the athletic director at 
Mount Hermon school. 


Mr. and Mrs. Herman White 
and family of the Northfield Ho- 
tel are enjoying a vacation trip 
by motor to friends in North Car- 
olina. 


Mrs, Gordon Buffum and her 
two children have gone to Ithaca, 
N. Y. for a visit at her former 
home. 


Gertrude Lawrence, well known 
actress of the stage was registered 
at the Northfield Hotel over last 
weekend. 

The Franklin County Hermon 
club will meet Friday evening, 
April 5th at 6:30 at Mount Her- 
mon school. 

Miss Barbara Addison, daugh- 
ter of Mrs. Mildred Addison is 
visiting relatives in Belmont. 

The department of conservation 
assisted by the Fish and Game as- 
sociation members, distributed 
2500 legal-sized trout in local 
streams, Monday. 

Louis A. Webber is quite ill 
at his home on Parker Ave. 

Miss Helen Detweiler of the 
Hostel spent last weekend with 
her family in New York City. 

Peaslee Bond of the Hostel 
staff was the guest of Miss Mar- 
garet Dean and her family at their 
home in South Lincoln, last week 
end. 

The Misses Edna Grodman, Vir- 
ginia Mahringer and Faith Owers 
of the Youth Hostel were guests 
Easter Sunday of Frederick Rob- 
bins, at his studio in Westboro, 

At the final meeting of the 
Greenfield Choral club Tuesday 
night, Miss Helen Conley was 
elected recording secretary of the 


)' club for the coming year. 


Betty Smith, daughter of Mr. 
and Mrs. Monroe Smith is home 
on vacation, Saturday night she 
is entertaining a group of friends 
Barbara Addison, Arlene Dunnell, 
Frances and Mary Eddy, Helen 
and Gloria Savheff, and Fay War- 
nock; Ian French, Bob Fuller, At- 
kins King, Billy Huber, Winthorp 
Janes and Billy Richardson. 

Miss Arlene Dunnell was in 
Springfield this week visiting her 
cousins. 

Mrs. L. Percy Goodspeed, presi- 
dent of the Fortnightly, enter- 
tained the executive committee 
and friends, Monday afternoon, at 
her home on Main street. After 
a short business session Miss Ber- 
nice Webster, Mrs. Goodspeed’s 
sister, from New York, spoke on 
experiences on walking tours in 
Europe. Tea was served with Mrs. 
William Barr and Mrs. Robert Mc- 
Castline pouring. 

The board of registrars will be 
in the selectmens office at the 
town hall Saturday from 7 to 9 
p. m. to enroll newly qualified 
voters. 

Calvin Field is at the home of 
his parents Mr. and Mrs. Joseph 
W. Field for his vacation from 
Purdue. 

Grove Deming Jr. is having a 
vacation from his studies at Went- 
worth Institute in Boston and is 
at his home at Mount Hermon. 

Mrs. Laura Stevens of Mount 
Hermon spent the week end at the 
home of Dr, and Mrs, Stephen 
Stark in Boston. ¢ 

David Stevens has finished his 
first year of study at the Stock- 
bridge School of Agriculture in 
Amherst and is spending a week’s 
vacation with his mother, Mrs. 
Laura Stevens and with friends 
in Northfield and Mount Hermon. 
He will go Friday to Barnstable 
to work on a farm until October 
as part of the program of his 
course at Stockbridge. 


At the meeting of the Green- 
field Rotary Club held at the 
Weldon Hotel Wednesday even- 
ing of last week, a silent tribute 
was paid to the memory of Lester 
A. Polhemus, who was a member. 
At this meeting nominations were 
made for officers to be chosen at 
the annual meeting and George 
McEwan received the nomination 
for treasurer. 


Roy J. Fish of Winchester Rd. 
has resigned his work at the Car- 
mean store at Mount Hermon 
school and begins immediately to 
represent the John Hancock Life 
Insurance Co. in this territory 
with office at Springfield. He will 
continue to make his home in 
Northfield, 

At the annual meeting of the 
trustees of the Franklin County 
Hospital held last week Thursday, 
Dr. Halbert G. Stetson was re- 
named as President and Rev. John 
B. Whiteman, Vice-President. Am- 
bert G. Moody was reelected a 
trustee to represent Northfield. 

Miss Dorothy Quinlan is on a 
visit with friends in Philadelphia 
and will also visit Washington 
before returning. 

Mrs. Harry Mahoney’ and 
daughter, Judith Ellen, have come 
from Akron, Ohio, to spend a 
month with her parents, Rev. and 
Mrs. E. E. Jones. 

Mr. and Mrs. S. E. Walker 
spent last weekend with their 
daughter and husband in Provi- 
dence, R. I. 


Sunday school teachers of the 
Congregational church at a meet- 


ing Monday evening at’ the 
Homestead, decided to continue 
sessions through the summer 


months. Prof. I. J. Lawrence was 
named as chairman of the pro- 
gram committee for childrens day 
in June. 

Mrs. Genevieve F. Maisch of 
New York City spent the Easter 
holiday with Rev. and Mrs. Ellis 
E. Jones at their home in Vernon, 


At the annual meeting of the 
Fish and Game Association held 
Mcnday evening all officers were 
reelected as follows;—President 
James E. Dresser, Vice-Prest Dr. 
R. G. Holton, Secretary George 
Sheldon and Treasurer Harlan 
Atwood. Game Warden McShane 
of this district was present and 
gave a most interesting talk. 

Monroe Smith of the Youth 
Hostel left Monday for Tucson 
Arizona to join his wife who is 
recovering from illness and_ to- 
lgether they will soon return to 
iNorthfield. iHs trip was delayed a 
'week owing to other engagements. 
| Local Boy Scouts have gone to 
their cabin on Ashuelot hill to 
enjoy weekends recently. They do 
their own cocking and housekeep- 
, ing. 
| Northfields Postmasters with 
| their wives will attend the meet- 
‘ ing of the Western Massachusetts 
Postmasters Association which will 
be held at Easthampton on Tues- 
day April 2nd. Dinner will be 
served at noon, a business session 
will follow, while the “wives” are 
entertained at the theatre. 

A supper was given Wednesday 
evening at Northfield Farms at the 
school house for the benefit of the 
High school Senior class fund. 
Dancing was enjoyed afterward to 
the music of Jillsons orchestra. 


REMEMBER 


Wan? 


A sight — a song — something takes 
you back through the years to a happy 
moment anda friend you’d almost for- 
gotten. You'd give almost anything to 
talk again with your friend about that 
and other moments. Why don’t you 
Lelaphane? Out-of-town calls cost 
‘Little by day — still less evenings after 


Miss Winifred Kemp a third |7 and all day Sunday. 


year studentiat the Seminary, has 
been chosen Bs editor of the Star, 
the school paper, for the coming 
year, Her home is in Portuguese 
West Africa. 

Miss Mira B. Wilson, Principal 
of the Seminary, who is on leave, 
has been enjoying the scenery and 
climate of California for several 


f WORTH 
keeping in mind 


Here are some typical rates that prove 
how little out-of-town calls cost. 


Retween NORTHFIELD and 


Night & 
Day Sunday 
Roston, Maan. Moc 200 


OU’VE probably heard a lot about the improved riding com- 

fort of the 1940 Ford cars. But not until you take 2 ride will you 
really appreciate what has happened! With the longest springbase 
in its price class...increased roominess inside... longer, softer 
springs and improved, self-sealing shock absorbers... the 85 h.p. 
Ford V-8 now gives low-priced car buyers a true big-car ride... 
soft, safe, steady, and exceptionally easy on tire wear! 


FOR THE GOOD THINGS THAT COUNT MOST...OWN A FORD! 


8-CYLINDER PERFORMANCE with proved best 
gas mileage among all three leading low- 
priced cars in this year’s Gilmore-Y osemite 
Economy Run! 


THE RIDE OF THE YEAR! Soft, quiet, safe, and 
exceptionally easy on tire wear! 


LONGEST SPRINGBASE IN ANY LOW-PRICED CAR! 


BIGGEST HYDRAULIC BRAKES IN ANY LOW- 
PRICED CAR! 


FINGER-TIP GEARSHIFT ON STEERING POST! 
Positive, easy-acting mechanical type, not 
dependent upon engine. On all models, no 
extra charge! 


NEW FRONT WINDOW VENTILATION CONTROL! 


SEALED-BEAM HEADLAMPS! Longer life, 60% 
better light. 


INCREASED ROOMINESS, QUIETNESS, INTERIOR 
LUXURY! 


a OUR “‘8’’ IS BETTER 
THAN A “6”? AND COSTS 
NO MORE TO RUN :; 


SPENCER BROTHERS 
Northfield, Mass. 


SEE YOUR FORD DEALER FIRST FOR LOW-COST FINANCING 


The new bridge will be a $40,000 
concrete structure with a 24 foot 
roadway and four foot walks, 

A Past District Deputy’s jewel 
was presented to Rt. Wor. Richard 
G. Holton at the session of Har- 
mony Lodge of Masons held in 
Masonic Hall last week. 


From Florida comes the en- Congregational ehurch will serve a 
couraging word that Mrs, Ger-' cafeteria supper in the vestry of 
trude Leavis is making a rapid the church Weflnesday April 17 at 
improvement, at St. Petersburg,| 6 oclock, 
from the fracture of her hip, suf- | The preacher at the Congrega- 
fered in a recent fall. tional church next Sunday morning 

Miss Fanny C. Hatch, who has. will be Rev. Gedrge Tuttle of Flor- 
| been wintering at St. Petersburg, | ence, who is field secretary of the 
is reported as much better after Congregational churches in West- 


‘ New York, N. Y. 70¢ 4he 
weeks and is now at Santa Bar- Madiaon, Ct. She ahe 
bara for an indefinite stay. White River 

aa et [=> >= —“< = Governor Leverett Saltonstall Janction, Vt. 50 Ze 


will be the principal speaker at 
the dinner meeting of the Hamp- 
shire Republican Club at the; 4 
Hotel Northampton this Friday | yew exatano TELEPHONE & TELEGRAPH CO. 
evening. An invitation has been 
extended to the members of the 
Town Republican Committee to 
attend. 

The Senior Class of the High 
school will go to Washington, 
leaving here on Friday April 12th. 
Principal and Mrs. Richard A. 
Cobb will accompany the class. 


3-minute station-to-station rates 


A small Pederal Tax applies 
where the charge 4s 30¢ or over. 


VERMONT SECURITIES, Inc. 
Listed — STOCKS — BONDS =x Unlisted 
BOUGHT — SOLD — QUOTED 

Telephone 55 Brattleboro 
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American Building 


TT 
ANNOUNCEMENT 
The office of 
F. WILTON DEAN, M. D. 


will be closed from 


BUILDING MATERIALS 


WHY NOT BUILD or REMODEL NOW? LOW PRICES ON March 21 to April 3 


Windows Cement Roof 
Millwork Sawer Pile Naik Card of Thanks 
dln ot ei Lime oo I desire to express my deepest | it TTT, 
Fissting Flite Liniega Builders” Hardware erevinne “hon every Kind) apres: DELAND’S 
cores Tile Wallboard Fire Brick sion of sympathy and for all the 
Fencing Madicine Cabinets’ Plywood kindnesses extended, during my MUSIC STORE 
Interior or Exterior Trim recent bereavement, also for use 


of cars and other assistance, and || 27 CHAPMAN GREENFIELD 


for the beautiful floral tributes || Freamkiim County's Masten! Center 
sent. —Sadie A. Donigan 


HOLDEN & MARTIN LUMBER CO. 


11 FROST STREET 


Telephone 786 BRATTLEBORO 


her recent illness. 


Mrs. Fred S. Merrifield, who has 


been quite ill at her home for the 


ern Massachusetts. 
Miss Virginia Powell, with two 


! 
classmates, all on an Easter vaca- 


past three months is improving. | tion spent last Friday evening with 


Recently she received a visit from 
her son, M. E. Richarde. 

Mrs. Gladys Miller Polhemus 
has returned to her home in Bos- 
ton after a stay with Mrs, Lester 
A. Polhemus on Highland Ave. 
Her husband, Tabor Polhemus, 
came on and motored back with 
her last weekend. 

Miss Jean V. Giebel of Spring- 
field spent Easter with her par- 
ents, Rev. W. H. Giebel and Mrs. 
Giebel. 

Mr. and Mrs. Fred A. Holton of 
Highland Ave. have returned 
home from their vacation visit to 
their son, Chandler at Atlanta 
and to points in Florida. 

Mrs. Arthur Packard and son, 
Billy, of Rye, N. Y. spent several 
days this week at the Homestead. 

The social committee of the 


Mr. and Mrs, A. P, Fitt at the 
Homestead. On Saturday they 
motored to Lewiston to spend the 
remainder of the vacation days 
with Miss Powell’s parents. 


Considerable painting and ren- 
ovating is being done about the 
lobbies at the Northfield Hotel in 
preparation \for a busy summer 
season. X 


The high wihd of last Saturday 
blew down one of the silos at the 
Podlenski place on Main street, 
formerly the Thomas Quinlan 
property. 

Harold Briesmaster is at home 
from Massachusetts State College 
for the Easter vacation. 

It is said that construction of 
the new Northfield Street bridge 
in Hinsdale will begin on May 1. 


Don Sutherland is at the home 
of his parents on Parker Ave. for 
the Easter vacation from Weale- 
yan college. at Duncannon, Weat 
Va. Stanley Newton is at his home 
here also from the same college. 

Ernest Bolton, son of Mr. and 
Mrs. J. Lee Bolton is spending his 
vacation from Syracuse Univer- 
sity at his home. 

Miss Alice Jack, of New York 
City spent last weekend at the 
home of her parents, Dr. and Mrs. 
Robert Bonner Jack of Highland 
Ave, 


Miss Pauline Moor of Boston 
spent last weekend with her 
mother at their home on Birnam 
Road. 

Tree Wardens of cities and 
towns of the state are having a 
conference in a series of meetings 
held this week at State College 
at Amherst. Instruction is to be, 
given in the planting and care of 
trees. 
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Page Three 


TWICE the VALUE 
at 


HALF the COST 


THIS is the year to 
BUY AN ELECTRIC REFRIGERATOR 


SEE YOUR DEALER 
a 


WESTERN MASS. ELECTRIC Co. 


A Constituent of Western Massachusetts Companies 


When You Buy An 


Allis-Chalmers Tractor 


You Buy 


The Best -- For Less 


(if you don’t believe it ask the man who has one) 


WE WILL DEMONSTRATE AN 


ALLIS CHALMERS TRACTOR 
AGAINST ANY TRACTOR BUILT 


Allis-Chalmers 


Model B - Delivered and Demonstrated 


The Only Low-Priced Tractor with the 
2-way Direct Attached Plows 


NEW IDEA SPREADERS 
HINMAN MILKERS POWER SPRAYERS 
MILK COOLING UNITS ; 
BOLENS GARDEN TRACTORS 


Write For Free Catalog 
On Any Machine You Need 


ROMAN R. SKIBISKI 


Sunderland Tel. So. Deerfield 191-3 


24-Hour Service Anywhere in New England 
Listen To Our Radio Programs 


EVERY DAY, WGY 6:45 a. m. 
MON. - WED. - FRI. - WDRC, 7:15 a. m. 


OFFICIAL INSPECTION STATION 
CARS MUST BE INSPECTED IN APRIL 


Bring Your Car Here for Prompt Service 


Stearns Garage 


NORTHFIELD 


Junction Routes 10 and 63 


TYDOL GAS AND OIL 


RESTORENYOUR OUTDOORS 
: ALTE SS 1 Svea me , 


ORE YO 
OnsenvVat: 
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OFFICIAL Testing STATION 


For the APRIL Inspection of All Cars 
BRING THEM IN EARLY 


Jordan Motor Sales 


Chevrolet Agency 
Hinsdale Road East Northfield 
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West Northfield and 
South Vernon 


~ = 


Mr. and Mrs. Spaulding were 
recent visitors with her parents, 
Mr. and Mrs. Adams at the Ver- 
non Home. 

Misses Marjorie Tyler, Helen 
Scherlin, Elva Martineau and 
Ruth Dunklee, have come to their 
homes for a vacation from their 
studies at Castleton Normal 
school. 

Rev. Guy L. Vannah D. D. prin- 
cipal of the N. E. School of Theol- 
ogy in Boston, will be the speak- 
er at the South Vernon church 
Sunday morning at 10:30, and in 
the evening at 7. Sunday school 
at 11:45. Mid-week prayer meet- 
ing at the Vernon Home Thurs- 
day at 7 p. m. 

The 25th wedding anniversary 
celebration of Mr. and Mrs. For- 
rest W. Streeter, was held at the 
Pond school, instead of at their 
home, as reported last week. Rev. 
F. H. Leavitt, who gave reminis- 
cences, was the clergyman who 
joined them in marriage in 1915. 

Mr. and Mrs. Theodore Darby 
and daughter Merna of Uncasville 
Conn., spent Sunday with Mrs. 
Darby’s mother, Mrs. Frank B. 
Holton. 

Alma and Ruth Dunklee are 
members of the accordion band 
which gave a concert Wednesday 
evening at the Masonic Temple in 
Brattleboro. 

The South school PTA will have 
a business meeting and an enter- 
tainment Tuesday evening. Mrs. 
E. P. Edson will have charge of 
the program, 

The entertainment and food 
sale by the mission society at the 
Vernon home, Wednesday even- 
ing of last week netted the society 
$10.33. Included in the program 
were a reading and two Jew’s harp 
solos by E. S. Brailey; harmonica 
selections by Richard Harris; a 
whistling solo by Mrs. Jennie 
Warnock; duet by Mrs. Warnock 
and Mrs. Gladys Shattuck; and 
solo by Barbara Harris. Mrs. 
Montague of Northfield exhibited 
a cornccb doll, considerably over 
100 years old, and told the history 
of its owner, who was captured 
by Indians. Rev. F. H. Leavitt 
showed slides of the home, South 
Vernon church, and Northfield 
seminary buildings. 

There will be an entertainment 
in the Vernon town hall this Fri- 
day evening at 8 o’clock for the 
benefit of the Vernon Union 
church. There will be a program 
including the play ‘Sparks from 
an Old Flame’ presented at the 
last meeting of Vernon Grange. 

Mrs. Erwin Johnson of Brattle- 
boro, formerly of South Vernon, 
is ill in the Brattleboro Memorial 
hospital, 

Miss Blanche Bushey, teacher 
in the Pond school, is spending 
her vacation at her home in 
Monckton, Vt. 


Church Services 


UNITARIAN CHURCH 
Rev. Mary Andrews Conner 


Sunday, 9:45, church school; 
10:45, church worship. The ser- 
mon will be “Getting Rid of 
Jesus.” In the musical service 
among the singers will be Ralph 
Taylor of Putney, Vt. 


TRINITARIAN CHURCH 
Rev, W. Stanley Carne 


Sunday school at 10. At 11, 
preaching service, sermon by Rev, 
George Tuttle of Florence, At 
2:30, Sunday school at the Farms 
followed by worship. At 6:45, 
Senior Endeavor. At 7:30, wor- 
ship with special music, 

Tuesday at 3, Bible class meets 
with Mrs. Colton; leader, Mrs. 
Giebel. At 7:30, C. E. cottage 
prayer service. 

Wednesday at 3, Womens Mis- 
sionary society; subject, ‘Circles 
Within a Circle’; leaders, Miss 
Mercy Brann and Mrs. Philip 
Porter. 

Thursday, the all day meeting 
of the Sewing society; lunch at 
noon, At 7:30, prayer service at 
the vestry, followed by choir re- 
hearsal, 


A Pioneer Valley Map 


According to Miss Elizabeth 
Shoemaker, Secretary of the 
Pioneer Valley Association, it is 
proposed to issue a detail tourist 
map cf the counties of Hampden, 
Hampshire and Franklin, which 
compose the “‘valley.’’ Said map 
will show all roads and highways 
and mark the places of historic 
and scenic interest. Communities 
will be described and their at- 
tractivenesa stated, which means 
that Northfleld will be included. 
It should prove of much value to 
every community in the area. The 
cost of the first edition will prob- 
ably be about a $1,000 and will 
be ready for distribution the lat- 
ter part of May. 


Spring! When the open road calls. 


Spring! When the weather's 
fine, 

Spring! When the country beck- 
ons 


And cars spin down the line. 


Spring! And a million cars out. 
Spring! When the motors hum. 
So, if you go walking, 
Spring when you see 'em come! 
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TOWN TOPICS — 


Conway is the second town in 
the county to announce its tax 
rate as $28, the sume as last year. 

The High School Review made 
its appearance last week with 18 
pages, with articles by Center 
school pupils. Miss Julia Austin 
is the faculty advisor. 

The high school junior dance 
will be at Town Hall April 5 from 
8 to 12 with ruund and square 
dances. The ticket committee in- 
cludes Robert Fuller, Evelyn Rus- 
sell, Beth Hammond and Winifred 
Brown. 

Arthur D. Platt of the faculty 
of Mount Hermon schcol was a 
guest of the Kiwanis Club of Shel- 
burne Falls last week Friday 
evening at their mecting at the 
Shelburne Inn. 

The will of Lester A. Polhemus, 
who died recently, was filed in 
Probate Court last Friday, It was 
written September 19, 1033 > and 
names his wife, Jessamine May 
Polhemus as his solve beneficiary 
and executrix. 

The Connecticut Valley Bible 
Conference was held at the Con- 
gregational church in Buckland 
last week Thursday and attended 
by several from this town. 

Miss June Wright is spending 
the Easter vacation at the hume 
of her parents, Dr. and Mrs. Allen 
H. Wright. She is a teacher at 
Lexington. 

For the benefit of those who are 
planning to attend the New York 
Worlds Fair, the Press has been 
informed, that the gates will open 
for admissions on May 11th. | 

Stanley Paysen who has been 
at the Brattleboro Meni rial Hos- 
pital has returned to his home 
much improved. 

Mrs. Harold Davis of Winchest- 
er, formerly a resident of this 
town, has been at the Elliott Com- 
munity Hospital in Keene for sev- 
eral weeks following an operation. 
She has now returned tu her home 
and is improving. 

Local taxpayers will be inter- 
ested to learn that Erving is the 


first town in Franklin County to 
report its tax rate for the present 
year, The rate will be $25 > per 
thousand, which is a reduction of 
$2 from last year. 

Mary Allen, Mary Eddy, Fran- | 
ees Hale, Esther Smolen and Es- 
ther Brassor of the cooking class 
of the Northfield High School, ac- 
companied by their teacher, Miss 
Agnes B. Casey were in Green- 
field last Saturday morning to 
given a class demonstration over 
station WHAT, sponsored by the 
Electric Light Co. 

Another card game was played | 
by the teams frum the Masonic 
fraternity of Hinsdale and North- 
field, at Harmony Lodge Hall on 
Parker Street last week Friday 
evening. Twenty fvur players 
were on each team. 

{ 


To Participate 


Massachusetts participation in 
the World’s Fair of 1940 in New 
York became assured this week 
when Governor Leverett Salton- 
stall announced that the Gover- 
nor’s executive council had ap- 
proved an appropriation of $20,- 
000 for that purpose. The 1940 
Fair will open May 11. 

Contracts for Massachusetts 
participaticn will be signed with- 
in a few days. At the request of 
Senator Angier L. Goodwin, 
chairman of the Massachusetts 
World’s Fair Commission, a con- 
tinuation agreement will be 
drawn up by the Fair and_ sub- 
mitted for signature in Boston, 

Governor Saltonstall was very 
much pleased with the Massa- 
chusetts display in the New Eng- 
land exhibit a year ago. More 
than 2,378,000 persons visited the 
state pavilion during the 1939 
season. 


Coffee Cup Print 


ASHION'’S most unusual con- 

tribution to your 1940 spring 
costume is the series of American 
Symbol Prints—gay designs adopted 
from nationally famous trademarks. 
Mary Martin, singing star of “Good 
News of 1940,"eprefers the coffee- 
cup-and-last-drop pattern shown in 
the picture. Blue and white are the 
colors chosen by the girl whose 
“heart belongs to daddy.” 


EAL TO I see 
pan Ee ween I, 


PADDED and COVERED 


17 CNING BOARD 


$100 


$1.49 Value 


turdy,  oroin- 
forced troning 


Padded 


covere | 


table. 
and 
ready fer use 


Buy now! 


~SEAR 


i 102 Main Street 


Share the GOOD 


There's a new sun in the sky, a new 
zest in life. Don’t lock up your good 
news — share it with those who'll be 
happier, knowing you're happy. Tel- 
ephone now. Out-of-town calls cost 
little by day and are cheap evenings 
after 7 and all day Sunday. 

4 GOOD NEWS 

about telephone rates 


Here below are just a few places you 
perhaps thought were expensive to call. 


Retween NORTHFIELD and 

Night & 
Day Sunday 
ihe Me 
The 45e 
Oe 40c 
OO 0c 


Lynn, Mnaa. 
Newark, N. J. 
Mamnroneck N.Y. 
Woonsocket, IL 


3-minute statlon-to-station rates 
A small Federal Lax applies 


where the charee is S0¢ or over, 


WEW ENGLAND TELEPHONE & TELEGRAPH CO. 


New Postage Stamps 


i} 

Postmaster Skilton of the East 
Northfield Postoffice informs us 
that several new postage stamps | 
will soon be on sale, which will 
please all local collectors, On 
March 28 in the series of famous 
Americans, will appear a5 cent 
stamp bearing the likeness of 
Franecs E. Willard. Here is re- 
cognition given to a woman the 
great leader of the W C TU, On 
April 3rd will appear the three 
cent stamp commemorating the 
anniversary of the Pony Express. 
On April 14th will appear the 
three cent stamp to commemorate 
the anniversary of the founding 
of the Pan American Union. This 
stamp will bear a reproduction of 
the noted painting by Botticelli, 
entitled the ‘Allegory of spring” 
showing the ‘Three Graces” and 
representing the three Americas. 


Items Of Interest 


The Kurn Hattin Band of some 
twenty members of boys from the 
Home at Westminster, Vt., are to 
go to Beston, upon the invitation 
of a friend, and give a concert 
the middle of April. 


SALE CLOSES TOMORROW NIGHT 
HERE ARE SOME TYPICAL VALUES 


KENMORE STANDARD 


ELECTRIC WASHER 


PRICED TO SAVE YOU $20 


Sale 
Priced 


-O 
-O 
-O 
Worth $20 


agitator and 


H. 


Powerful 14 


WITH 
ELECTRIC 
DRIVEN 
EMPTYING 
PUMP 


$ 4.4.88 


DEL'D 
$5 Down On 


} Easy Pay Plan 


100 FEET ‘‘SERVALL” 


COTTON LINE 


39c Value 
food quality 
heavy cotton 
line Fr all 
weneral use. 
se Save in thi 
big March sale 


S ROEBUCK 


GREENFIELD 


MILES E. 
MAIN STREET 


ee ee ee 


o 
music at the New York Worlds 
Fair on May 17th. 

Hope that the State income tax 
receipts this year will exceed his 


-estimates of $16,710,000 has been 


expressed by Henry Long, Tax 
Commissioner. The tax last year 
approximated $16,000,000. 


ROUND THE WORLD 


We journeyed to Vienna, to Paris, 
and to Wales, 

To Norway and to Denmark, by 
auto and by rails; 


To Egypt and to Smyrna, to 
China and Peru, 

To Sweden and to Poland, e¢x- 
plored them threugh — and 


through. 

We traveled on to Naples, to Lis- 
bon, and to Reme, 

To Dresden and ‘to Athens; and 
there felt at home. 

We stopped awhile at Belfast, at, 
Calais, and at York, 

At Argyle and at Limerick, to 
hear the natives talk; 

We hied away to Milo, Palermo, | 
and Madrid, 

To Corea and to Gilead, by big 
green forests hid; 
To Corinth and to Bristol, 
Stockholm and to Leede, 
lo Carthage and to Cornish, all 
famed for noble deeds, 

Then back by way of Mexico in 
sunshine and in rain, 

And through the entire journey, 


to 


The 86 blended voices of the 
Massachusetts Womens Glee Club 
will be heard in a program of | 


never left the state of Maine. 
—Mrs. Mary Huston, 
Woodfords, Maine 


White Porcelain Tub 
Safety Dry-Feed Wringer 
Safety Sealed Mechanism 


more 
rubber-mounted tub, white poreclain enameled 
inside and out... 
quick-cmptying 
sealed mechanism, 
feed rest, safety release and squeeze-dry rolls. 


this washer during Sears March sale! 


Ss 


WEATHER FORECAST 
Fair and Warmer — Spring Is Here 


Inspection andSummerProot 


Starts April First 
Get BOTH Here at ONE Stop 


Let us call for your car, put it in condition, and 
place the new Inspection Sticker on it 


WE ARE COMPLETELY EQUIPPED FOR 
EVERY SERVICE YOUR CAR MAY NEED 


The Morgan Garage 


NORTHFIELD, MASS 


BERR RR EE EEE EEE EE ee 


i ae, Delivered 


than Sears asks! Silent 


with triple-van aluminum 
drain. Safety 
Wringer has safety dry- 


P. moter is otl-sealed. See 


CLOTHES DRYER 


66¢ 


75c Value 
Strong smooth 
hardwood, 


Folds ¢om- 
pactly when 
not in use. 
Buy 


Curtain Stretcher 
.,/$1 00 
$1.39 Value 


Well made of 
genuine Pon- 
derosa 
Nickle 
brass pins one 
inch apart. 


pine. 
plated 


Phone 5446 


i 


ZEB ERB Ree BP 


MORGAN 


MEE LLL eenetes 


Mount Hermon 
Alumni Institute 


From June 29 to July 6, the 


campus of Mount Hermen school 
will be the seene of an institute 
for the School's alumni and their 
families. Two or three outstand- 
ing men. will be secured to conduct 
classes cach merning ef the one- 
week school and a number of the 
long-term faculty. members will 
participate in the program, Licut, 
Governor Cahill of Massachusetts 
will be one of the speakers, 

Afternoons will be given over 
to reereation which will be. or- 
vanized for the women and 
children as well as for the Her- 
mon nlumni. Tennis, swimming, 
baseball, gelf. and various other 
ports wil Ibe provided. In the 
evening will be definitely planned 
events including movies, enter- 
tainments and impromptu = pro- 
grams 

The Alumni Institute plan will 
cnable former Hermon. students 
to go to school once more in the 
halls of learning which were 
familiar to«them in their youth. 
It provides an opportunity for a 
real vacation and a chance to meet 
again their friends and classmates 
without the hurry of a reunion 
weekend, Many reservations have 
been made already by old Her- 
monites for themselves and their 
entire familics, and the Institute 
bids fair to become a very suc- 
cessful event. 
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The Northfield Press 


NORTHFIELD, MASS. 


WILLIAM F. HOKHN 
Editor and Publisher 
Telephone 166-3 


Pubilshed Every Friday 
Printed by Transcript Press, Athol 
Advertising Rates Upon Application 

Subscription: $1.00 a year 


“Kntered «as second-class matter 
August 9, 1935, at the Post Office at 
Northfield, Massachusetts under the 
Act of March 38, 1879." 


Subscribers to the PRESS should 
allow two weeks for a change in 
uddress if they do not wish to miss 
u copy of the paper. Notify us as 
early as possible of any change in 
uddrews. 


The Northfield Press is a weekly 
newspaper “of the people, by 
the people and for the people.” 
Its purpose is to serve the best 
interests of Northfield and 
Vicinity, to present all the 
aews of the week without bias 
or prejudice in a clean, sane, 
conservative manner, respecting 
the inallenable rights of our 
citizens; thereby making Itself 
worthy of their confidence. 


Friday, March 29, 1940 


EDITORIAL 


Thanksgiving in 1940 in Mass- 
achusetts will be observed in the 
traditional way and at the estab- 
lished historic time, the last 
Thursday of November, according 
to an assurance given by Governor 
Saltonstall who says he will pro- 
claim Thursday, November 28th 
1940 as Thanksgiving day. The 
Governor says, “The last Thurs- 
day in November has unquestion- 
ably become in Massachusetts the 
inspiring symbol of the historical, 
patriotic and spiritual elements 
of the occasion.”’ The Governors 
of Rhode Island, Conecticut, New 
Hampshire and Vermont have also 
now declared themselves for the 
holiday date, as did the Governor 
of our state. Surely in New Eng- 
land the protest is loud and de- 
finite against any changing by 
Presidential decree. 


Never before in the history of 
this town has so much real estate 
found its way into the market, 
“for sale.’’ Families are diminish- 
ing and the beautiful large homes 
are not profitable for maintenance 
by owners nor available for rent- 
al purposes. Owners who contem- 
plate future residence, desire the 
smaller home, while many hope to 
spend winters elsewhere and only 
summer here. Properties are off- 
ered at prices much below their 
real values and to-day presents 
the opportunity to purchase at a 
real saving. This community will 
need a new influx of residents to 
absorb the available real estate, 
otherwise a very definite problem 
will prevail. It behooves us all to 
sell Northfield to our visitors this 
summer. They are prospects for 
permanent residents. 


The Back Yard Gardener 
By G. O. Oleson 


The home gardener’s best 
friends are the nurserymen. There 
are of course some qualifications 
to that statement, but the more I 
get around the more convinced I 
am that it is true, especially with 
folks like myself who are not 
certain whether ilex epaca is a 
rose or a honeysuckle, when it is 
American holly. 

If you really want to get some- 
where in this gardening game, 
find a good nurseryman near your 
home and trust him to give you 
the best advice. You may ask how 
you will know if he giving you 
the best advice. Well, it won't 
take you long to learn. For one 
thing, if he is honest, he will ask 
an honest price for his goods and 
no more, 

I was reading two articles just 
this week in two different papers. 
They were both written by nurs- 
erymen, nad they were writing 
about this same general idea, only 
they were speaking to nurserymen 
and not to home gardeners. Plants 
oe handled and sold at a 
air price make more friends and 
more money in the long run. 

And speaking of rosea, here 
are a few of the newer varieties 
recommended by a well known 
nurseryman. Among the hybrid 
teas—Dixon’s Red, which is a 
glowing scarlet with exquisite 
fragrance; Hector Deane, buds of 
crimson with orange at the base; 
Mme. Charles Mallerin, orange 
copper color; Satan, beautiful red; 
Red Boy, which has single flowers 
and scarlet blushed with orange; 
Lady Lindsay, which produces 
double pink flowers. 

Among the climbing roses he 
recommends Red Blaze and the 
yellow Dowblepans, and then a 
new one, June Morn, which has a 
bud of golden yellow on the out- 
side of the petal and a water- 
melon pink on the inside; also 
Golden Light, which ize a golden 
yellow flower with a red stripe in 
the bud. 

And now I might say just a 
word smbout the early care of 
roses. Uncover them as early as 
freezing weather is past. Then 


clean the beds and prune the j 


roses and spray with a good fung- 
icide. 

Roses like plenty to eat so give 
them a good feeding of a well 
balaneed fertilizer. For hybrid 
perpetuals, one recommendation 
says one rounded tablespoonful to 
each square foot early and then 


again when the buds begin to, 


Order Your New Ford V8 


TO-DAY 


while we are in a position TO GIVE the 
TOP PRICE for your present car 


A FORD V-8 FOR 


-o GAS ECONOMY 
-o OIL ECONOMY 
-o° TIRE ECONOMY 


HYDRAULIC BRAKES 
AUTOMATIC SHIFT 
DUAL HORNS 


SPENCER BROS 


D 
* 


Ross L. Spencer ’ 


Telephone 300 


“pen. 
For hybrid teas the same in 

early spring and then again about 

every three weeks until July. 

A mixture of dusting sulphur 
and arsenate of lead repeated 
every two weeks makes an ex- 
cellent preventive of black spot 
and mildew. Of course watch for 
the appearance of aphids and 
control’ them with -nicotine or 
rotenone. If you are planning on 
planting any roses this spring, 
get them in just as early as possi- 
ble and hill them up well until 
they are almost covered, leaving 
the soil in place until the plants 
are well started. ; 


Know Massachusetts 
Compiled by 
State Planning Board 


Do you know that in Massa- 
chusetts the number of pairs of 
shoes produced per worker in- 
creased from 1516 in 1929 to 
1718 in 1937 and apparently was 
still larger in 1939 .. . Three 
million pairs of the new steel toe 
safety shoe, invented by a Hollis- 
ton manufacturer, were made in 
that town in 1939 ... The Boston 
Consolidated Gas Company is the; 
largest gas company in New 
England, serving approximately 
250,000 customers ... Massa- 
chusetts was the first colony to re- 
cord vital statistics; its record of 
births, marriages and deaths be- 
gan in 1639 .. . Deaths from 
pneumonia in Massachusetts 
dropped to 3120 in 1939, com- 
pared with 4174 in 1937... The 
site of the Boston Massacre, 30 
State Street is marked by a brass 
arrow pointing into the street 
where a cobblestone circle indi- 


SEALED-BEAM LIGHTS 


-_-- + 


ALL-STEEL BODY 
UAL WIPERS 


NORTHFIELD 
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Northfield Grange 
And Its Activities 


The Grange met Tuesday eve- 
ning at the Grange hall and after 
the business meeting a program 
was given by Mrs. Clara Hale, 
chairman of the home and com- 
munity servcie committee, Read- 
ings were given by Mrs, Bertha 
Rikert, Mrs, Geneva Dawe, Lillian 
Dawe, Esther Hale, Mrs. Clara 
Hale, Mrs. Pearl Allen, Mrs. C. 
J. Holton and Emory Rikert. A 
short talk was given by Mrs. Dor- 
othy L. Miller, member of the 
school committee, on the problems 
to be considered in building a new 
school. A remarkable collection of 
old buttons was shown by Leon 
Dunnel, who also played the 
piano. Music for dancing was 
furnished by the Hurley and Stacy 
brothers. 

Mrs. Clara Hale, Misses Esther 
and Florence Hale, Mrs. Pearl 
Allen, Mrs. Genevieve Dawe, Mrs. 
Carroll Miller, Mr. and Mrs. Lewis 
Shine, Mr. and Mrs. William 
Shine, Mrs. Minnie Skinner and 
Clayton Miller attended the re- 


gional Grange meeting in Gtiding | & 


Star hall, Greenfield, Monday. 
Several members of Northfield 
Grange were heard over station 
WHAI Saturday noon, with the 
lecturer, Mrs. Gertrude Gibson in 
charge. The following program 
was presented: Poem, by Mrs. 
Clara Hale; accordion solo, Mrs. 
Ruth Holton; reading, Mrs. Car- 
roll Miller; news, Mrs. Gibson; 
piano. duet, Misses Esther and 
Florence Hale; guessing game, 
with the word green, Mrs. Gibson; 
hymn, sung by Mrs. Gibson. 
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BUSINESS DIRECTORY 


HOUSE OF QUALITY | A. H. WRIGHT, M. D. 
PHYSICIAN and SURGEON 
Since 1911 Main Street, Northfield 
The Quality Telephone call 90—private line 
Beverage Shop 


Hours: 1:30 to 3 and 7 to 8 p. m. 
Except Friday Evening 
Sundays by Appointment 


F. WILTON DEAN, M.D. 
PHYSICIAN — SURGEON 
90 Main Street Telephone 33 


and Store of 


Franklin County 


___ $1 Federal Street — Greenfield for 27 Years | Hours: 1-3; 7-8, except Thursdays 
QUALITY MERCHANDISE AT LOW PRICES Ed ia ay 
YOU SAVE WITH EVERY PURCHASE 
YOUR TEST—COMPARE PRICES Manufacturers Dr. Richard G. Holton 


DENTIST 
Office Hours: 9 a. m. to 12 m 


of the Famous 


SOME SPECIALS THIS WEEK 


1:30 to 5 p. m. Tel. 105-2 


| 
| 
| 
| 
| 
Greenfield , * 


Van Camp EVAPORATED MILK 4 cans 27c ‘GLENBROOK Saturday Afternoon Reserved 
Vv alley <a.  . °°... Se GINGER Bookstore Bldg. E. Northfield 
a 

ALE ALFRED B. JORDAN, O. D. 
Golden Bantam Corn, 3 cans  23¢ KATHERINE JORDAN, 0.D. 
i RYAN & CASEY OPTOMETRISTS 
Blue Brand MACKEREL ...... 3 tall cans 25¢ | 11 Ames st. Tel. 658 |113 Main Tel. 66 Brattleboro 
Golden GRAHAM CRACKERS .. 2 lb box 15c recy seid Hours 9-5 Saturday 9-8 
Dromedary GRAPEFRUIT Juice .... 46 oz 15c HAIL F. L. GAINES 
Pine Cone TOMATO CATSUP 3 14 oz bot 25c ewe ) Prosccintions Fitted 
a ee ee er ee Damages Fruit, rain an Watches - Clocks Repaired 
Armour’s Pigs Feet 28-02 Jar 9 =25c }/|| Verettbls Cree tev Sst I l19% Federal St. Greenfield 

Grower. Prepare NOW to 


Dr. H. Gaylord Foote 


i | 
Pillsbury PANCAKE FLOUR .... package 8c ||/||_ Insure with 
= OPTOMETRIST 
Log Cabin SYRUP ....... bees haeas oc can 17c | ARTHUR P. FITT 117 Main Street Brattleboro 
7 ie INSURANCE its NE 
Growers TABLE SALT .. 20%... wis 2 lb box 5c | NongeyenainG and by appointment 
. East Northfield hel et 
Green Giant Peas can 14c | nT 
Sundine ORANGE JUICE .... 3 No. 2 cans 25¢ (ett ee ag Bah 
can sangre ‘one ould be without flowe 

LaChoy SPROUTS ......... 3 No. 2 cans 25c ORR SES edad Be Hopkins, sae aie, ne 
-Oneida Sliced DILL PICKLES ..... qt jar 10c - ernized braided rugs. Tel. 730 Brattleboro 
White Heart Inn All Colors ALBERT B. ALLEN 
Assorted Jellies, 3 8-0z Jars © 23¢C [Ill pIPLEY BROTHERS ||| INSURANCE 

Expert Watch, Clock, and 278 Main Street Tel. 5275 
Welch TOMATO JUICE ....... No. 5 can 20c x ey 
SS Se SS Jewelry Repairing Greenfield 
Doles PINEAPPLE JUICE ...... No. 2 can 10c Main St. Northfield, Mass. ||/TYPEWRITER Headquarters 
Arm & Hammer SAL SODA .. . pkg 514c Ralene rg Se Reaiial 
Beacon SPAGHETTI, MACARONI _ Ib box 5c Ribbons and Carbon Paper 
Italian COOKING OIL ....... gallon can 89c INSURANCE. (Giicet Dee ee 

one — 

Phillips Assorted SOUPS ......... 4 cans 19c Se eOS AMBULANCE. SERVICE 
Oh Kay DOG FOOD ............. 6 cans 25c Highest Standard Equipment 


DAY or NIGHT 
George N. Kidder 
Northfield 


SHOP AT GROWERS FOR SATISFACTION jj|| [surance Agency 


Phone 
31-2 


FUEL and FURNACE OIL 


—I— 
Telephone 161 
East Northfield, Mass. 


LATCHIS MEMORIAL »m200 AUDITORIUM & For All Oil Burners 
Matinee, 2:30; Evening at 6:45 - 8:50; Sunday at 6:20 - 8:30 MYRON DUNNELL 
ae Phone 338 
Fri, - Sat. March 29 - 30 | Fri, - Sat. Mar. 29 - 30 = " ’ 
“ON DRESS, PARADE” & Dr. David Hopkins 
Mickey Rooney as with “Dead End Kids” a. (VETERINARIAN) 
“YOUNG TOM EDISON” “DOUBLE ALIBI” Small Animal Hospital 
Ww i : : 
Fay Bainter - George Bancroft , ee erie orn. * X-Ray Service 
21 Laurel St. Tel. 1267 
_| Sun. - Mon. Mar. 31 - Apr. 1 ” Brattleboro, Vt 
Bette Davis - Miriam Hopkins y q 
g in ‘THE OLD MAID” 
Guo. thru Wedge er 24, ia F Many Excellent Values Remain THE HOUSE OF 
“VIRGINIA CITY” Tuesday - April 2 ®| Buy For Yourself—For Gifts GOOD PRINTING 
Errol Flynn - Miriam Hopkins} 7 ON YOUR TOES i. “While Selections ara Large Reasonable Prices 
orina with Eddie Albert = ? ENCE PRES 
: 22 Federal St. Dial 6761 The SPENCER S 
Wed. - Thur. April 3-4 oe as Brattleboro, Vt. 
Thur.-Fri.-Sat. ’ Apr. 4-5-6 S > 


SUNSET FARM 


Northfield, Mass. 
A Complete Tourist 

In Every Way 

Meals a Specialty 


Phone 139-21 Northfield 


“YE AULD HUNTS INN” 


On Main Highway in Center 
of Old Northfield 


Accomodations for Tourists 


Richard Arlen - Andy Devine 
“BRITISH INTELLIGENCE" 
Boris Karloff-Margaret Lindsay 


CLASSIFIED 


RATES —Firat imsertion % cente— 
mere than twenty-five words. 
facarvaink tneertions, half rate. 


FOR FOR SALE—Several articles of 
household furniture, chairs, tables, 
rugs, pictures, mirrors, also Glen- 
wood range, oil burner. Apply 
Mrs. Donigan, Birnam Road. 

3-29-1tp 


HAVE YOUR ROOMS papered 


“MY LITTLE CHICKADEE” 
Mae West - W. C. Fields 


Home 


“DANGER ON WHEELS” 
i= 


PARAMOUNT THEATRE 


Brattleboro, Vermont 
FRIDAY and SATURDAY 


Friday, March 29, 1940. - 


cates the exact spot where the 
first patriots fell when fired upon 
by the British .. . Three hundred 
thousand guests are expected at 
the American Legion national 
convention in Boston next Sep- 
tember ... A Cambridge man 
and his wife invented the best 
rust-proofing process yet devised 
and have recently developed a 
method of rust-proofing ferrous 
metals in various colors ... nine 
town suburbs of Boston have lot 
size restrictions in their zoning 
laws in certain areas ranging 
from 20,000 square feet to one 
acre, 


WANTED 
Real Estate Listings 


If you have property 
For Sale,. send me a 
full description and 
Lowest Price stating 
terms. 


The Victoria Theatre 
Greenfield 


Fri. and Sat. March 29-30. On 
the stage, five acts of vaudeville 
and on the screen, ‘They all come 
out” with Rita Johnson and Tom 


Am Preparing A 


Neal. Sun. thru Wed. March 31- : ; 
April 3, Frederic March, Joan Bulletin to Submit 
Bennett in “Trade winds,’ also ° 
“Arizona Legion” with George to Pioneer Valley 
O'Brien and Laraine Johnson, Applications 
Communicate 
by Letter 


William F. Hoehn 
East Northfield, Mass. 


. 2 Big Features 
“SON OF THE NAVY” 


—also— 
“MERCY PLANE” 
Also News — The Shadow 
STARTS SUNDAY 


WESLEY RUGGLES’ 


and painted before the spring 
rush. Will show wall paper sam- 
ples and estimate without any 
obligation. Frank D. Huber, Mea- 
dow St., Tel. 314-3 Northfield. 
8-16tf}' 


YOU CAN BUY College clothes 
fcr as Jow as $6. Sport models, 
shorts, stouts, odd coats, vests, 
and pants. See BRAFF, Cleaners 


Phone 8227 Northfield, Mass. 


Valley Vista Inn 
ROOMS and MEALS 


Convenient to the Campus 


East Northfield Tel. 2381 


“TOO MANY HUSBANDS” and Dyers, 12 Chapman &t. 
Starrin Greenfield, or 45 Elliot St. Brat- 

JEAN ARTHUR atone ds ae 

FRED MacMURRAY HOUSE PAINTING and Inter 
MELVYN DOUGLAS jor Decorating, by the hour or by 


contract, doOne by Leon A. 
Starkey, with experienced work- 
men. Tel. 189-21. 11-4-tf 


Also News — Cartoons 


TO RENT—Breinig cottage on 
Hinsdale road to reaponsible party 
who will take on lease. Rent rea- 
sonable. Apply Mr. Hoehn, Tel. 
166-2, 12-29-8t 


NORTHFIELD BOOKS FOR 
SALE—Moody Still Livea, by A. 
P. Fitt, $1.50; My Father, by 
Paul D. Moody, $1.75; D. L. 
Moody, by W. R. Moody, (out of 
print); A Puritan Outpost, by H. 
C. Parsons, $5. Send remittance 
to Northfield Books, Box 207, 
East Northfield, Mass. 2-16tf 
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BINGO EVERY FRIDAY NIGHT 
at 8:15 o'clock 
MEMORIAL HALL ATHOL 


OVER $1100 IN PRIZES 


MINORS UNDER 18 NOT ALLOWED 
Edward H. Phillips Post, No, 102, American Legion 


(2s SS Se SE Se 8e Se Oe Oe 
eee SS SSS 4+ 


N€Gus, TAYLOR 
& KNAPP-INC. - 


GREENFIELD - SHEL. FALLS. 
PILES 
Fistulas, Fissures and other 


Rectal Troubles removed without 
going to the hospital, taking ether 
or loss of time from one’s occupa- 
tion. 

Hernia and Varicose Veins 
eradicated by the Advanced In- 
jection Method. 

Free Booklets explaining meth- 
ods upon request. 

J. O, STUART MURRAY, M. D. 
D. O. Rectal Specialist 
20 West Street Keene, N. H. 


Guest (at wedding): It’s hard 

to lose a beautiful daughter. 
Father (with two yet to go): 

It's a lot harder to lose the homely 


ones. 
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